
25X1 Xlo January 1951^ the workraen who cleaned the mosaics irj 

the Ilindenbur^j Kaserne^ .mensdorf (IJ 53/2 91 )p wore suddenly ordered 
to stop woricing and leave the barracks premises o The electricians 
continued to tvork until 3 PoUo^ v^ien they were also told to leavCo 
Until that time only Kech personne l were in th^ installation engage d 
in hauling in building materials o I I 


The buildings vfcre not yot furnishedo The early stop to the interior 
wor!: in the installation, vjhich v/as originally scheduled to be completed 
hy 31 January 1951^, v/as interpreted Irj the v/ortoen as an indication that 
troops wouldmove in ahead of schedule o ^ 


2o Firms doing contract work in the Vaaenadorf barracks installations included 
the VEB Parkett in Dresden, the Keichort Fim in Berlin aid the V^elkow 
Finn in Jittenborg^ 


25X1 


I I Gomnento Other sources previously reported that the barracks in- 
staHaEI^^'Tn hUonsdorf v/ould be ro occupied hy troops at the beginning 
of February 195lo It is possible that the installations in the ^^uensdorf- 
iiossen area v/hich vjero vacated by elements of the 19th Ckls Div may 
be reoccupied during the second half of January 195lo 
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